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December 1957 


FROM : DIRECTOR 




CONF j 


SR 6 





DEFERRED 


PRIORITY 


INFO : 


ROUTINE 


A/DD/P/P, PP/AMD 2, Fl/RI 2, PP 2, PP/OPS, 
OSSj) EE 4,I0D 4, DD/S, SSA, S/C 2, OL 3 


OPERATIONAL wmALS 
IMMEDIATE 


25X1 


C!! >L70 ! 25 


CITE DIR 


RE: HER 27332 (OUT 7l*l6l) * 


_l 47955 

*►7955 

CS COMMENT: *RE OBTAINING 
HYDROGEN FOR BALLOON OPS. 


1. HAVE LOCATED ODIBEX MOBILE HYDROGEN GENERATOR POSSESSING FOLLOWING 


QUALITIES: PRODUCES HYDROGEN WITH CARBON DIOXIDE AS BY-PRODUCT AT RATE 1*000 


25X1 


CUBIC FEET 98 PER CENT PURE HYDROGEN AND l£6 LB CARBON DIOXIDE PER HOUR; 


LOW PRESSURE, MOTOR DRIVEN; SEMI-TRAILER MOUNTED, AVAILABLE WITH FRONT-END 


DOLLY FOR TOWING AS FULL TRAILER BY ANY HEAVY TRUCK. RAW MATERIALS WATER 


(130 GALLONS PER HOUR), METHANOL (WOOD ALCOHOL) AND FUEL OIL. CAN BE RUN 


OFF COMMERCIAL ELECTRICITY OR 60 KW DIESEL GENERATOR SET. TOTAL ESTIMATED 


COST RAW MATERIALS $12.50 PER HOUR OR AT RATE $.62 PER 6-CUBIC METER CYLINDER. 


PLANT COST APPROX $125,000, COMPRESSOR INCLUDED. COULD BE RUN VIRTUALLY 


CONTINUOUSLY. IS NOT EXPERIMENTAL MODEL. POUCHING DETAILED ODIBEX FIELD 


MANUAL ON RUNNING AND MAINTENANCE (TM 5=911*5-1). 


OPERATORS COULD BE 


25X1 


TRAINED. 


2. NO SUCH PLANTS AVAILABLE EUROPE BUT TWO OPERATI VE TN Pmy%- — — 

Doe T/ — HV BAY! llXL 

two ttfWf w ~~ 

COORDINATING OFFI : ^ Q PAW *** CLISI 

jut l±ls=rnxt w JL * *~ * UTH ‘ 


AUTHt HI 1M 


RELEASING OFFICER 


AUTHENTICATING OFFICER 
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■ 
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OUT 70125 


DIR 47955 




INFO 


CITE DIR pj £g jyQ 


3» THOUGH HQS NOT AWARE EXACT TOTAL HYDROGEN REQUIREMENTS ALL KUBARK 
BALLOONING PROJECTS GIVEN STAMINA OF PLANT AND HOURLY OUTPUT, ESTIMATE 25X1 

IT COULD FULFILL ALL KUBARK NEEDS. 

It. SEE HANDLING AND COVER PROBLEMS ROUGHLY SIMILAR TO THOSE WE WOULD HAVE 
ENCOUNTERED WITH GENERATOR DESCRIBED PARA 3A REF. MAY BE POSSIBLE SECURE ON 
INDEFINITE LOAN TO KUBARK OR OUTRIGHT SURPLUS SALE FROM OBI BEX TO KUBARK-SPONSORED 

ENTITY. LATTER THROWS ODIEEX JROP^TY DISPOSAL FROBAHY PREFER- 25X1 

ABLE DDE LEGAL AND COVER ANGLES. WITH CIVILIAN PAINT JOB DOUBT ITS ODIBEX ORIGIN 
WOULD BE OBVIOUS, THOUGH IN VIEW LEGALITY TRANSFER THIS PROBABLY NOT A PROBLEM. 25X1 
5. PLS ADVISE SOONEST FIELD INTEREST. 
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